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There are nearly 15,000 acres of industrially Zoned or 
designated land within the Region. Almost 6,000 acres are 
occupied. Of the remaining area, 3,000 acres are immediately 
developable, with 1,000 acres of these fully serviced. 

The table and map below illustrate the location and area of 


: ' Z ° , A INDIANAROLIS 
major industrial areas within Hamilton-Wentworth. e 


HAMILTON-WENTWORTH MAJOR INDUSTRIAL AREAS TABLE 


Industrial Total Developable Servicing 
Area Acres Acres Status 
1 550 282 


Distances 
SSNS OTOL aia SeIMCS Hamilton-Wentworth to: Miles Km 
2 East Port 125 125 Fully serviced with docking Toronto 42 68 
facilities Montreal 377 607 
Keefer Court 20 Fully serviced Ottawa 290 467 
Stoney Creek 1,500 230 acres fully serviced London 78 125 
310 acres partially serviced Buffalo 64 102 
Hamilton Bayfront 3,900 25 Fully serviced Niagara Falls 47 75 
Stone Church 50 30 Fully serviced New York 508 818 
Hamilton Mountain 250 100 Fully serviced Ps ae 322 
Glanbrook 700 450 Partially serviced ehieage all Ubi 
anbroo artially service ; 
(Region-50) Washington 517 83 

9 Al rt 700 URS) Partiall iced Boris nee g 
ee a ais Cleveland 260 418 
10 Mohawk 260 200 Unserviced Philadelphia 505 813 
11 Ancaster 660 490 25 Acres fully serviced Cincinnati 474 763 
12 Hamilton Downtown Floor Space Vacant Indianapolis 489 787 


Commercial 2,000,000 sq. ft. 400,000 sq. ft. Pittsburgh 295 475 


To 

Toronto /\ 
42 Miles fy 
To Detroit LS 
190 Miles 
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DEVELOPMENT APPROVAL 


Development within the Region’s industrial parks is subject to specific controls. Develop- 
ment controls ensure that all development meets minimum Provincial and community stan- 
dards, and is consistent with both Area and Regional Municipality long term goals and 
Objectives. 


Development control procedures apply to industrial development when: land is divided, the 
use changes significantly, a new building is constructed, or an existing building is expand- 
ed or renovated. Approvals, permits and fees required for industrial projects vary depend- 
ing on location and existing status of the lands proposed for development. 


A brief overview of development controls, permits and remedies follows. Timing indicated 
is maximum approval period. Less time is often required. 


OFFICIAL PLAN AMENDMENT — Required when a proposed development does not con- 
form to the Region or Area Municipality Official Plan. Either or both Official Plans may re- 
quire amending. Application is made to the Planning and Development Department. Com- 


ments and recommendation are then processed through the Planning Committee, Regional 
Council and Ministry of Housing. Approval may take up to six months providing there are 
no appeals. 


PLAN OF SUBDIVISION — Required when a land development divides a parcel into three or 
more lots. An agreement is usually made between the property owner and the Region to en- 
sure that standards of development and services are met. Application is made to the Plann- 
ing and Development Department. Approval authority has been delegated by the Ministry of 
Housing to the Regional Municipality. Without appeals, the average processing time is six 
months. 


CONSENT TO SUBDIVIDE — Required where land is divided to accommodate develop- 
ment, but where Plan of Subdivision is not needed. The proposed development must be 
consistent with the Official Plan. Consents are usually augmented with conditions govern- 
ing the development. Application is made to the Regional Land Division Committee. Con- 
sents are normally approved within two months. 


ZONING BY-LAW AMENDMENT — Zoning By-Laws must conform to Official Plans. 
Amendments are required when a proposal will significantly alter the land use or intent of 
the zone. Application is made to the Planning Department for consideration by the Area 
Municipal Council. Zoning By-law Amendments may take up to five months. 


MINOR VARIANCE — When a proposal is consistent with the general intent of a 
designated zone, but does not conform with the specific requirements as outlined in the 
By-Law, a Minor Variance may enable the proposal to proceed. Application is made to the 
Area Municipality Committee of Adjustment. The process may take eight weeks. 
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SITE PLAN CONTROL — Area Municipalities may enact controls governing site specific 
details concerning construction, alteration or placement of structure, access, landscaping, 
and buffering possible externalities. Conditions are implemented through a Site Plan Con- 
trol Agreement between the Municipality and land owner. Application is made to the Plan- 
ning Department with approval granted by the Area Municipal Council. The process may 
take two months. 


BUILDING PERMIT — Required for new building construction, additions and/or renova- 
tions to existing structures. The proposed activity must comply to Zoning, Official Plan, 
and Site Plan agreements. Application is made to the Area Municipality Building Depart- 
ment and is approved by the Chief Building Officer. Building Permits take up to two months 
to be issued. 


OTHER PERMITS — A variety of permits and approvals may be required for proposed 
development including: 


Regional Municipality — Sewer Permits 
— Water Permits 
— Setback or Building Line Permits 
— Access Permits 


Ministry of Transportation 

and Communication — Encroachment Permit 
— Entrance Permit 
— Building and Landuse Permit 
— Sign Permit 


Ministry of Labour — Approval required for Area 
Municipality Building Permit issuance. 


Regional Health Services — Approval required if septic system is 
to be used. 


Conservation Authority — |If development encroaches upon 
conservation land. 


Ontario Hydro — For industrial electrical work regarding 
the building and wiring. Usually granted 
prior to Area Municipality building permit 
issuance. 


Area Municipality — Culvert permits, when storm sewer 
not available. 


Details concerning industrial development procedures are available. Refer to “Industrial 
Development Procedures, Hamilton-Wentworth Industrial Sector Study, Report Number 5”, 
prepared by the Planning and Development Department, 1986. 
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PROCEDURES AND CONDITIONS OF SALE 


We are pleased to offer these guidelines to make you aware of the terms and conditions 
generally associated with the purchase of municipal industrial land. These guidelines have 
been established to maintain the high standards of our industrial parks. We guarantee that 
your application will be handled with a minimum of red tape. 


a The client is required to submit to the Real Estate Department, City Hall, 
Hamilton, which handles all municipal land sales, a completed information sheet 
on the subject company along with a letter of intent as to what lot number is 
required. 


The Real Estate Department will prepare an offer to purchase to be forwarded to 
the Planning and Economic Development Committee for official approval. A 
certified cheque in the amount of 10% of the purchase price must be submitted at 
this time. 


In the documents will be clauses to the effect that the client must commence 
construction of the building within six months of the closing date and must 
complete said building within eighteen months of the closing date. 


As a rule, all municipal services are provided to the property line. You will be 
informed if any other condition prevails. In the City of Hamilton, all services 
already installed are on the local improvement system whereby the City and the 
purchaser share in the cost of the installation of said services. The purchaser’s 
share can be paid off in one lump sum or placed on the tax roll over a number 
of years. 


The purchaser is required to install and pay for all storm and sanitary sewer and 
water line connections and laterals under the street, if not installed at date of 
purchase. 


The minimum required building size is approximately 25% of lot area; maximum 
building size is 60% of lot area. 


The client may be required to submit development plans including site plan, 
building plans, and landscaping plans to the Region for approval prior to closing 
date. 


The client is responsible for confirming that the project is a permitted use under 
the existing zoning by-laws. All terms and conditions of the applicable by-laws 
must be met. 


Price and lot status may change without notice. 


For further information, call the Economic Development Department (416) 526-4447, The 
Real Estate Department of the City of Hamilton (416) 527-0241, or your local realtor. 
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Sample of Common Industrial Land Uses 
(Not Inclusive) 


HAMILTON PERMITTED LAND USE CHART 


Community Industrial Zones 


Light 


METAL FABRICATION 

MACHINE SHOP 

MACHINE ASSEMBLY 
COMMUNICATION EQUIPMENT 
ELECTRICAL PRODUCT MANUFACTURING 
ELECTRICAL APPLIANCES 

SCIENCE & PROFESSIONAL EQUIPMENT 
PHARMACEUTICAL MANUFACTURING 
PLASTIC FABRICATION 

CHEMICAL PRODUCTS 
PRINTING/PUBLISHING 
WAREHOUSE/DISTRIBUTION 

FOOD & BEVERAGE PROCESSING 
WHOLESALE TRADE 


JJ J3 K KK M-13 M-14 M-15 
Restricted Prestige Heavy Restricted Prestige Prestige Prestige 
Light Heavy 
® @ @ ° 


CONCRETE/STONE PRODUCTS 
CLOTHING MANUFACTURING 
WOOD FABRICATORS 
RESEARCH & DEVELOPMENT 
AUTO. PARTS MANUFACTURING 
CONSTRUCTION CONTRACTORS 
LANDSCAPING REQUIREMENTS 
REAR YARD STORAGE ONLY 
REAR/SIDE YARD STORAGE 


NOTE: This chart lists only Major Industrial Use Categories therefore should only be used as a Provisional Guide. 
Complete listing of permitted uses may be obtained from the City of Hamilton, 526-2720. 
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SERVICES 


LOT SIZE: 
WATER: 


SEWERAGE: 


NATURAL GAS: 


HYDRO: 


ROAD: 
TELECOMMUNICATION: 
OTHER CONSIDERATIONS: 


A variety of lot sizes and dimensions are available. 


Main - 300 mm diameter 
(Along Nebo Rd. & Twenty Road East) 
Pressure - 275 kPa to 690 kPa static 


Sanitary Main - 900 mm Trunk Sewer 1.5 km. distant 
(to be extended) 

Effluent Capacity - 1000 litres/second 

Storm - Ditch Drainage 


Main - 760 mm diameter (Proximal to site) 
Pressure - 


Maximum - 500 KVA, Underground services, 
Transformer supplied 
(Additional power requiremnts can be 
readily met. Contact Ontario Hydro for 
details). 


Paved industrial roadways are planned for this park. 
Service lines provided by Bell Canada as required. 


Municipal services are provided along property frontage. A connection 
charge for delivery from the main line to the property line and a hook-up 
charge are levied. Sewer use permits are required. Storm water run-off 
must be controlled. 


The land immediately adjacent to the Region’s is zoned industrial and 
is for the most part vacant. Large land parcels can be assembled to 
meet demand from the privately owned lands. 


Water delivery and sewer capacity are sufficient to accommodate all 
permitted land uses within the park. Exact delivery of services for 
specific projects can be provided upon request. 


Glanbrook Industrial Park is planned for imminent development. The 
proposed roads and lot configurations are flexible and can be modified 
to suit prospective developers. 


As the Glanbrook site is in the early phase of development, sufficient 
lead time to assure provision of services is required. Developers should 
plan accordingly. 
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CONTACTS 


Regional Municipality of Hamilton-Wentworth 
119 King Street West 

P.O. Box 910 

Hamilton, Ontario 

L8N 3V9 


Economic Development: 526-4447 
Engineering: 526-4170 
Planning (Site Plan): 526-4186 
Real Estate: 526-4500 


Township of Glanbrook 
Box 130 

Mount Hope, Ontario 
LOR 1WO 


Building Commissioner: 679-4121 
Engineering: 679-4121 
Planning (Consultant): 632-4066 or 544-4870 


Ontario Hydro 

40 Olympic Drive 

Dundas, Ontario 

LOH 5E9 528-8452 


Customer Services Extension 43 


Union Gas 528-3400, Extension 246 
(Brantford Office responsible for this site) 


Bell Canada 

66 Bay Street South 

Hamilton, Ontario 

L8P 4R7 521-5711 


All information and conditions contained within these 
pages are subject to change without notice. Prospec- 
tive developers should check with the appropriate con- 
tacts prior to purchase. 
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Sample of Common Industrial Land Uses Community Industrial Zones 
(Not Inclusive) 


M-1 M-3 
Prestige Light 


METAL FABRICATION 

MACHINE SHOP 

MACHINE ASSEMBLY 
COMMUNICATION EQUIPMENT 
ELECTRICAL PRODUCT MANUFACTURING 
ELECTRICAL APPLIANCES 
SCIENCE & PRODUCT EQUIPMENT 
PHARMACEUTICAL MANUFACTURING 
PLASTIC FABRICATION 
CHEMICAL PRODUCTS 
PRINTING/PUBLISHING 
WAREHOUSE/DISTRIBUTION 
FOOD & BEVERAGE PROCESSING 
WHOLESALE TRADE 
CONCRETE/STONE PRODUCTS 
CLOTHING MANUFACTURING 
WOOD FABRICATORS 

RESEARCH & DEVELOPMENT 
AUTO PARTS MANUFACTURING 
CONSTRUCTION CONTRACTORS 
LANDSCAPING REQUIREMENTS 
REAR YARD STORAGE ONLY 
REAR/SIDE YARD STORAGE 


NOTE: This chart lists only Major Industrial Use Categories therefore should only 
be used as a Provisional Guide. Complete listing of permitted uses may be obtained 
from the Township of Glanbrook, 679-4121. 
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SERVICES 
LOT SIZE: A variety of lot sizes and dimensions are available. 
WATER: Nebo Road Main - 300 mm diameter 
Pressure - 275 kPa to 690 kPa static 
Hempstead/ Main- 200 mm diameter 
Lancing Drive Pressure - 275 kPa to 690 kPa static 
SEWERAGE: Nebo Road Main - 375 mm diameter 
Sanitary Effluent 
Capacity- 100litres/second 
Storm - Underground, various size and capacity 
Hempstead/ Main- 300 mm diameter 
Lancing Dr. Effluent 
Sanitary Capacity- 100 litres/second 
. Storm - Underground, various size and capacity 
se NATURAL GAS: Nebo Road East Main - 400 mm, High Pressure 
West Main - 150 mm, High Pressure 
Hempstead/ Main- 50 mm, Intermediate 
Lancing Pressure 
HYDRO: Underground System - up to 500 KVA provided. 
(Additional power requirements can be readily supplied. 
Contact Hamilton Hydro for details). 
ROADS: Paved and curbed industrial roadways, with street lights. 


TELECOMMUNICATION: Service lines provided by Bell Canada as required. 


OTHER CONSIDERATIONS: Municipal services are provided along property frontage. A connection 
charge for delivery from the main line to the property line and a hook up 
charge are levied. Sewer use permits are required. Storm water run-off 
must be controlled. 


Regional access to this area will be enhanced with the development of 
The Red Hill Creek Expressway linking the industrial park to Highway 
403 to the west and the Queen Elizabeth Way to the north. 


Water delivery and sewer capacity are sufficient to accommodate all 
permitted land uses within the park. Exact delivery of services for 
specific projects can be provided upon request. 


Hamilton Mountain Industrial Park is jointly owned by the City of 
Hamilton and the Regional Municipality of Hamilton-Wentworth. 
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CONTACTS 
Regional Municipality of Hamilton-Wentworth 
119 King Street West 
P.O. Box 910 
Hamilton, Ontario 
L8N 3V9 
Economic Development: 526-4447 
Engineering: 526-4170 
Planning (Site Plan): 526-4186 
Real Estate: 526-4500 
City of Hamilton 
71 Main Street West, 
Hamilton, Ontario 
L8P 1H4 
Building Department: 526-2720 
Local Planning: 526-4221 
Hamilton Hydro Electric 
55 John Street North 
Hamilton, Ontario 
L8N 324 522-6611 
Union Gas 
360 Strathearne Avenue North 
P.O. Box 10 
Hamilton, Ontario 
L8N 3A5 545-8444 
Industrial Gas Sales: 548-3435 
Bell Canada 
66 Bay Street South 
Hamilton, Ontario 
L8P 4R7 521-5711 
All information and conditions contained within these 
pages are subject to change without notice. Prospec- 
! tive developers should check with the appropriate con- 
= tacts prior to purchase. 
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SERVICES 


EOTSIZE: 


WATER: 


SEWERAGE: 


NATURAL GAS: 


ROADS: 
TELECOMMUNICATION: 


OTHER CONSIDERATIONS: 


KEEFER COURT INDUSTRIAL PARK 


A variety of lot sizes and dimensions are available. 


Main - 300 mm diameter 
Pressure - 275 kPa to 690 kPa static 


Main - 375 mm diameter 

Effluent capacity 100 litres/second 

Storm - Underground along Keefer Court, 
ditch drainage along Goderich. 


Keefer Court - Gas is available off Kenora 
Avenue 

Goderich Avenue - 50 mm diameter, 
Intermediate Pressure 


Underground system - up to 500 KVA provided. 
(Additional power requirements can be readily supplied. 
Contact Hamilton Hydro for details). 


Paved and curbed industrial roadways, with street lights. 

Service lines provided by Bell Canada as required. 

Municipal services are provided along property frontage. A connection 
charge for delivery from the main line to the property line and a hook 


up Charge are levied. Sewer use permits are required. Storm water run- 
off must be controlled. 


Water delivery and sewer capacity are sufficient to accommodate all 
permitted land uses within the park. Exact delivery of services for 
specific projects can be provided upon request. 


Keefer Court Industrial Park is municipally owned. 
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CONTACTS 


KEEFER COURT INDUSTRIAL PARK 


Regional Municipality of Hamilton-Wentworth 


119 King Street West 
P.O. Box 910 
Hamilton, Ontario 
L8N 3V9 


Economic Development: 


Engineering: 
Planning (Site Plan): 
Real Estate: 


City of Hamilton 

71 Main Street West, 
Hamilton, Ontario 
L8P 1H4 


Building Department: 


Local Planning: 


Hamilton Hydro Electric 
55 John Street North 
Hamilton, Ontario 

L8N 324 


Union Gas 

360 Strathearne Avenue North 
P.O. Box 10 

Hamilton, Ontario 

L8N 3A5 


Industrial Gas Sales: 


Bell Canada 

66 Bay Street South 
Hamilton, Ontario 
L8P 4R7 


526-4447 
526-4170 
526-4186 
526-4500 


526-2720 
526-4221 


522-6611 


545-8444 


548-3435 


921-5711 


All information and conditions contained within these 
pages are subject to change without notice. Prospec- 
tive developers should check with the appropriate con- 


tacts prior to purchase. 
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SERVICES 


LOT SIZES: 


WATER: 


SEWERAGE: 


NATURAL GAS: 


HYDRO: 


ROADS: 
TELECOMMUNICATION: 


OTHER CONSIDERATIONS: 


STONE CHURCH INDUSTRIAL PARK 


A variety of lot sizes and dimensions are available. 


Anchor Road Main - 400 mm diameter 
Pressure - 275 kPa to 690 kPa static 
Bigwin/Harlowe Main - 200 mm diameter 
Pressure - 275 kPa to 690 kPa static 
Sanitary Main -375 mm diameter 
Effluent 
Capacity- 100 litres/second 
Storm - Pipe in place, size and capacity vary 
dependent upon location 
Stone Church Main- 400 mm diameter, 
Road High Pressure 
Pritchard Road Main- 200 mm diameter, 
Intermediate Pressure 
Bigwin Road Main - 50 mm diameter, 


Intermediate Pressure 


Underground service, up to 500 KVA provided. (Additional power 
requirements can be readily supplied. Contact Hamilton 
Hydro for details). 


Paved and curbed industrial roadways with street lights. 
Service lines provided by Bell Canada as required. 


Municipal services are provided along property frontage. A connection 
charge for delivery from the main line to the property line and hook up 
charge are levied. Sewer use permits are required. Storm water run-off 
must be controlled. 


Access to the area will be considerably enhanced by the development 
of the Red Hill Creek Expressway which will link the park to Highway 
403 and to the Queen Elizabeth Way. 


Water delivery and sewer capacity are sufficient to accommodate all 


permitted land uses within the park. Exact delivery of services for 
specific projects can be provided upon request. 


1/5 


SS 


4 
HAMILTON 7 
WENTWORTH 


CONTACTS 


STONE CHURCH INDUSTRIAL PARK 


Regional Municipality of Hamilton-Wentworth 


119 King Street West 
P.O. Box 910 
Hamilton, Ontario 
L8N 3V9 


Economic Development: 


Engineering: 
Planning (Site Plan): 
Real Estate: 


City of Hamilton 

71 Main Street West, 
Hamilton, Ontario 
L8P 1H4 


Building Department: 
Local Planning: 


Hamilton Hydro Electric 
55 John Street North 
Hamilton, Ontario 

L8N 324 


Union Gas 

360 Strathearne Avenue North 
P.O. Box 10 

Hamilton, Ontario 

L8N 3A5 


Industrial Gas Sales: 


Bell Canada 

66 Bay Street South 
Hamilton, Ontario 
L8P 4R7 


526-4447 
526-4170 
526-4186 
526-4500 


526-2720 
526-4221 


522-6611 


545-8444 


548-3435 


921-0711 


All information and conditions contained within these 
pages are subject to change without notice. Prospec- 
tive developers should check with the appropriate con- 


tacts prior to purchase. 
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25071 
25072 


25078 


25075 
25074 
25073 
25079 
25070 


25077: 


ACCO 


BLACK / NOIR 
BLUE / BLEU. 
RED / ROUGE ~ 
GREEN / VERT 
GREY / GRIS 

R. BLUE / BLEU R. 

X. RED / ROUGE X. 

YELLOW / JAUNE 
TANGERINE 


BG2507 
BU2507 
BF 2507 


BD2507 
BB2507 
BX2507 
BY 2507 
— BA2507 
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CANADIAN COMPANY LIMITED 


COMPAGNIE CANADIENNE ACCO LIMITEE 


TORONTO | 


BP2507 


CANADA 


IL 


| 


I 


| 


| 


TN 


{ 


4770 


a ae 


